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EXCON 
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TAGS: ESTC, COCOM, CH, JA 

SUBJECT: JAPANESE EXPORT OF REAL TIME DIGITAL SIGNAL 
SNALYSIS SYSTEM TO PRC - IL 1529 

REF: COCOM DOC (75) 1518 

1 . URGENCY REQUEST: REAL TIME DIGITAL SIGNAL ANALYSIS 
SYSTEM MODEL JEE-8AJ INCLUDING YPE NJZ 280 (B) PROCESS 
CONTROL UNIT, TYPE NJZ285 (B) DISPLAY UNIT, TYPE 
NMC497 A/D CONVERTER, TYPE NJZ 313 POWER CONTROL UNIT, 
TYPE NIO-IOOCPU, TYPE NIC-200 HIGH SPEED CHANNEL DEVICE 
AND TYPE NIC 1401 TELETYPEWRITER. 

END USER: SHANGHAI CONSTRUCTION ENGINEERING CORP., 
SHANGHAI EOR VIBRATION ANALYSIS, SEISMIC WAVE ANALYSIS 
AND SHOCK WAVE ANALYSIS. 

2. EQUIPMENT NOW IN CHINA WITH JAPANESE EXHIBITION AND 
SCHEDULED EOR REMOVAL UNLESS SALE APPROVAL OBTAINED. 
BROCHURES BEING POUCHED 7/31. 

3. VIEWS REQUESTED AUGUST 5. PLEASE INSTRUCT. 

TURNER 

CONEIDENTIAL 
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